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Baldwin lamps are made in a variety of sizes and styles. There’s a Baldwin for every mining need; should special 
requirements make necessary a lamp other than those shown in our regular catalogue, we are prepared to make up, upon 
request, anything in the line of lamps which may be required. 


Upon request we will send catalogue showing our complete line of lamps, reflectors, carbide containers, etc. 


While we manufacture and sell a great num¬ 
ber of hand regulated lamps, our best sellers 
are those fitted with the Baldwin Patented 
Automatic Water-feed. Tests and comparisons 
made by mining men have proven that a self- 
regulated water feed is best. 

The quantity of water required depends en¬ 
tirely upon the quantity of gas contained in 
the carbide—this varies and while the variation 
is slight, it must be remembered that only 1/16 
of a cubic inch of gas is consumed per second 
and that less than a half a drop of water per 
second may be all that will be required. As 
the quantity of water cannot be determined in 
advance, a hand regulated device cannot give 
as satisfactory service as one wherein the water 
fiow' is controlled by the pressure of the gen¬ 
erated gas. 

The Automatic Valve requires practically no 
attention whatever, the carbide chamber cannot 
be flooded and the gas will never blow at the 
burner, whereas, if you fail to give a valve 
controlled lamp, the attention it requires, if 
you in any manner become careless there is 
waste of carbide and unsatisfactory light. 

Where a valve or hand controlled lamp is 
desired, we can supply either our No. 25 or the 
Zar. These lamps have bottom valve water feeds; the water 
is controlled by the opening or closing of the valve. 

Our No. 30 type, which includes the No. 29—30—36—38, has 
a shut-off valve at the bottom of the water tank. The valve, 
however, does not control the water flow; its function is only 
to shut off the water—the flow being controlled by the pressure 
of the generated gas. 

Where a lamp is not to be worn on the user’s cap and a 
little aditional weight is not a disadvantage, we recommend 
our Drawn Steel Lamps. 



Interior View No. 32 Baldwin. 
Iiist Price, $1.00. 


Our principal claim for the.se lamps is 
“strength” and longer burning capacity. 

The carbide container and water tank shells 
are each made of one piece of Drawn Steel, 
heavily tinned. The screw threads are double 
the heft and strength of those used on any 
other lamps. The hooks are welded by the oxy- 
acetylene process, not .soldered. The reflectors 
are braced and strengthened by a steel rein¬ 
forcing shell. As we are not limited to size 
or weight we can furnish these lamps with 
carbide containers having a burning capacity 
of six hours or twelve hours. These lamps can 
be furnished with hand hooks only, or with 
hand hooks and bale chains; the latter are pre¬ 
ferred by many as the bale chain permits of the 
lamp hanging vertically from the wall timbers, 
machine or from the side of an ore car. 

Reflectors on all lamps are made so that they 
can be detached from the lamp. We do not 
build them into the body of the lamp, as they are 
not as serviceable or flexible as a detached re¬ 
flector. Our reflectors can be changed at any 
time if a different size or style is desired and 
should the reflector be damaged by a blow or 
a fall it acts as a buffer for the water tank, 
there is no danger of making the water tank 
when the reflector is built into the body 


leak, as there 
of the lamp. 

Our new brass burner overcomes the disadvantages of a 
cemented-in lava burner. These burners are highly efficient, 
they cannot break and with ordinary usage will last as long 
as the lamp. Should it ever become necessary to replace a 
burner, they are so easily taken off and replaced, that the 
change can be made as handily in the dark as out in the 
open. 







No. 71, Zar. 


No. 25A. 



No. 38. 


No. 29—38—30 are fitted 
with the Baldwin Patented 
Automatic Water feed, but 
have in addition a water cut¬ 
off operated by turning a 
screw at the top of the lamp. 
The No. 29 and 38 are nickel 
plated and are used by Super¬ 
intendents, Engineers, Survey¬ 
ors, Samplers, Foremen and 
Fire-bosses. 

List prices—No. 29, $1.50; 
No. 38, $2.00; No. 30, $1.00. 

No. 32—This is the most 
generally used lamp made. It 
is equipped v/tth the Patented 
Automatic Water feed and 
gives the most satisfactory 
service with least attention 
from the user. 

List price—$1.00. 


No. 25A—71 Zar, these are 
unquestionably the most satis¬ 
factory valve controlled lamps 
made. The water feed and 
flame size are controlled by 
means of the lever at the top. 

List price—$1.00. 

Drawn Steel Lamps—While 
these lamps are mostly used 
in Metal Mines, they are be¬ 
ginning to be used very gen¬ 
erally in the coal fields. Many 
are now used as motor head 
lights and tail lights. 

Made in two sizes with 
hand hooks or bail chains, and 
can be furnished with other 
attachments and special re¬ 
flectors. 

List prices range from 
$2.40 to $2.85. 



No. 54, Brawn Steel. 


These are but a few of the sizes and styles we manufacture. If further information is desired, kindly write us. 
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